ELECTROTHERMAL ENGINEERING LTD 

270 NEVILLE ROAD, LONDON, E. 7. 


T. Nelson, Syst . Consultant , 
Box 15 ^+ 6 , 

Poughkeepsie , 

N.Y. 112603, 


TELEPHONE: GRANGE WOOD 9911 
TELEX: 24176 

TELEGRAMS: ELECTROTOP, LONDON 

OUR RIF. BET/NP 

YOUR REF. 

6 th January, 1965 


Enquiry No: G 26 


Dear Sir, 

We thank you for your enquiry - your interest 
in our products is most encouraging. 

Separately by 2nd Class Airmail we have sent 
you the literature requested. In addition we have 
passed your enquiry to our nearest stockist:— 

t 

Fisher Scientific Company, New York, 

who is fully competent to both discuss and fulfil your 
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